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through. /. A branch tube at e extends downward
into a glass cylinder filled with water and serves the
double purpose of enabling the operator to observe
the pressure of the gas and to drive out any air in
the tubes through this branch. The weights JE and
J? make it possible to regulate at will the pressure
in the gasometer. "When the gasometer has been
filled, the rubber tube d is removed from c. The
gas can then be drawn off through either the stop-
cock b or c.
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